Maiwo 2.5” SATA to USB Drive Enclosure 


USER MANUAL 
SUPERSPEED USB 3.0 EXTERNAL ENCLSOURE 


The new SuperSpeed USB3.0 portable external enclosure is a friendly, secure and 
lightweight removable mass storage device disk enclosure. Its firm construction & 
portable design allow you to take your data with you safely and securely no matter 
where your travels take you. SuperSpeed USB3.0 enclosure delivers up to SGbps data 
transfer and is backward compatible with USB2.0 and USB 1.1. Keep your digital data 
secure and make its easily portable. For maximum utility and great portability that is | 
SuperSpeed USB3.0. Before use this product please read the manual carefully. 


SAFETY WARNING and NOTICE 


e Put the device always on a stable and straight surface. In case of falling it can 
be damaged. 

e Don’t place the device into direct sunlight or in places with high temperature. 
This can damage the device or shorten its average useful life. 

e Don’t place it in the near of heat sources, like radiators or other heat 
producing devices. 

e Don’t expose the device to rain, water, wetness or high humidity. 

e Don’t place it in the bathroom or the kitchen in the near of a sink; avoid the 
direct contact with water. 

e Prior to the first use of our product please make a backup of your data. 

e Inany case, liability for loss of data is limited to the effort that is necessary to 
restore from existing backup copies. 


2.5” / 3.5” 
Internal Interface SATAI/II/III 
External Interface USB 3.0 


Data Transfer Rate Supports Full-speed(12Mbps)/ 
High-speed(480Mbps)/ Super-speed(SGbps) 


OS Support Windows 2000/2003/XP/Vista/7/8.1/10 


Environmental Temperature 


INSTALLATION 
1. Remove side panel 
2. Insert HOD to PCB 
3. Put HDD with PCB to enclosure 
4. Tighten screws to the enclosure 
5. Connect USB cable / Power cable (Optional) 


6. Connect enclosure to computer 


Hard Disk Partition 
1. Connect USB3.0 device to the computer 
2. When it’s recognized, click 
“START” =>”CONFIGURATION” =>” PENAL” =>” MENAGEMENT TOOL’=>”COMPUTER 
MANAGEMENT” 
3. Wait until a window appears and you can see that hard disk in the list on the right. 
4. You can find the USB hard disk among them. 
5. Right-click in the status area of the window and follow the prompts. 


How to properly use USB3.0 Enclosure 


Connections 

Connect the device to USB port of computer, and you can see a USB hard disk icon 
added to “my computer” after a moment. 

Disconnecting 

1. On windows 2000/2003/XP/Vista/7/8.1/10, click hot plug-in-and —out icon on the 
right of the status area first, select USB hard disk in the dialog box and click left. 

2. Wait until a dialog box saying “Hardware safely removable” and then you can 
disconnect the USB hard disk. 


Trouble Shooting 
In case that you can not find USB hard disk in the computer with normal operation, 
please click “MY COMPUTER”’=>”CONTRAL PEANL’=>"SYSTEM” =>” EQUIPMENT 
MANAGER’ to see if there is an item of “universal serial bus controller”. If not, reboot 
the computer; get into CMOS setting and set “ON CHIP USB” as “ENABLED” either at” 
CHIPSET FEATURES SETUP” or at “INTEGRATED PERIPHERALS” 


/\ Strongly recommend reading the USER MANUAL before using the product! 


